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The Great Mound is as perfect today as it 
was when discovered by General Rufus 
Putnam's little band. Its perpendicular altitude 
is 30 ft., and at its base is a regular circle, 
375 ft. in circumference. It is surrounded by a 
moat 15 ft. wide and 4 ft. deep and defended 
by a parapet 20 ft. thick and 585 ft. in 
circumference. 
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